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1. INTRODUCTION 

As digital systems move to ever increasing operating frequencies. Electromagnetic interference 
(EMI) gets increasingly difficult to predict [1], [3]. Analytical methods have been developed to estimate EMI 
by closed formals [2], [4], [5]. To achieve electromagnetic compatibility (EMC), conducted emissions from 
switching power converters, circuit breaker, and etc. Should comply with the EMI regulatory limits [6-9]. 
Due to the results susceptibility investigations in combination with the known capabilities of available 
intentional electromagnetic interference (IEMI) sources, it become obvious that it is necessary to protect 
critical systems and infrastructure [10-12]. In Cyber-Physical Networked System (CPNS), there are two main 
aspects: EMI and False data injection [13]. so, for designing a system with attack probability optimized route 
selection to achieve maximum ability against EMI must be provided for a cavity with transmission 
conductors, appropriate route selection can be done via Analytical Hierarchy Process (AHP), Fussy AHP, 
Artificial Neural Network (ANN), etc. the AHP approach is a flexible but Well-Structured methodology to 
analyze and solve complex decision problems by structuring them into a hierarchical framework [14-16]. An 
important parameter of AHP criteria for route selection in proposed problem is EMI. So using suitable 
numerical method should be employed. Numerical techniques. e.g... FDTD. Method of Moments (MOM) and 
hybrid methods have been applied as general solutions to arbitrarily shaped apertures, achieving excellent 
agreement with measurements. Among all of these numerical techniques. MOM is especially efficient for 
solving open-space radiation problems [17-20]. Therefore flux distribution in a cavity is obtainable as input 
parameter of safe route selection. 
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Also, the shielding efficiency of an enclosure is specified by the Shielding Effectiveness (SE), 
defined as the ratio of the electric/magnetic field at an observation point without and with the enclosure[17], 
[21-27]. To achieve move security use of turbo codes in Physical-layer Network Coding (PNC) system to 
ensure reliable communication is suggested. However, for more contribution Bit-Error-Rate (BER) 
performance for proposed problem mast be simulated [2830]. Findlay, Message Authentication Code (MAC) 
hash function are a suitable method for data authentication during false data infection [31-34]. In this paper, 
an enclosure including transmission conductor is studied during IEMI. Firstly by using of MOM, field 
simulation will be done with the help of FIKO software, secondly, field distribution is given to input data for 
weighting of AHP method. After Route Selection of Communication Conductor, Coding and Authentication 
technique is applied as a contribution of comprehensive approach. For proposed IEMI of CPNS. 


2. CALCULATIONS AND SIMULATIONS FOR FIELD DISTRIBUTION: 

Preliminaries of shielding effectiveness calculation via MOM formulation. In this section, Shielding 
Effectiveness (SE) calculation for enclosure system is discussed. Firstly, MOM formulation is given. Then, 
SE formula for enclosure and cavity is explained. Finally, for investigated enclosure, field via MOM 
simulation software is done. 


2.1. MOM Simulation 
To apply the boundary condition for the electric field calculation on the surface of the sample 
enclosure, the integral equation is used as below [17]. 


Mp in the aperture region 
nx (Geg @ MptG4 @JstGen @J ext) (1) 
0, elswhere 


Symbol ® shows the convolution product for integral operation; 


G g and G po are the electric dyadic Green’s functions excited by the magnetic and electric current densities 
in the free space, respectively; and fì is the outward unit vector normal to the enclosure’s surface. The 


electric field E xt at the position of the excitation/observation ( J ext) and magnetic field H rOn the 
exterior surface of the aperture were calculated using the below integral formula: 


á 2 E 2 M 
E G o G2 G o ae 

“ext = : M 2 EJ = Q Ms (2) 
Ep Gum Gaj Gif Mexr 


Gag and G Are the magnetic dyadic Green’s functions excited by the magnetic and electric current 
densities in the free space, respectively. So, for electromagnetic distribution for a cavity with circular or 
rectangular aperture a Mined Potential Integral Equation (MPIE) as below formula must be solved; 


1 = Fe5 8 ae m | 
A ce Ge )® Mp — joc lia Mp, inthe aperture region 
nx = 


-joG3 ®Jexr—£V(G3® V-Fext ) 


0, elswhere 


(3) 
i = 10658 Jou ~Fs] — 106% @].— 5 V(G5®V. Fes -Js I) + (V x G2 )@ T 


> _ Zep Í A — 1 EAN a = 
Fr =—j0G? © My — Z 0(G3,,8 V.M ) += (V x 63 ) ® Dere —Is] 


Using MOM [1] for field distribution of the surface of the enclosure with aperture both exterior and interior, 
provide MPIE is solved. In this way, mesh cells must be created by dividing the surface of enclosure. Then 
electric and magnetic current densities distribution should be computed that they can be expanded in terms of 
Vector Roof-Top basic function [17]. 


Jext(¥) = Jna fr® on surface of excitation (4) 
J<@ =n as f (Ff) on enclosure surface (5) 
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M,(f) =a fim®) on aperture surface (6) 


Where a§*t, a$*t, ac .... and aj,as,...,a5,...are the expansion coefficients of the electric current 
densities on the surfaces of the exterior excitation and the enclosure, respectively. 


2.2. Shielding Effectiveness Evaluation 
To achieve more understanding of Electromagnetic Interference (EMI) problem and it’s definition, 
shielding effectiveness is computed [21-25]: 


SE; = 20 logio | dB (7) 
Hi 
SEs = 20 logio fA dB (8) 


SEE and SEB is different for near field, but they have the some value for field. SE coefficient is related to 
frequency, field type, field incident direction to shield, field measurement region in the shield, Geometric 
configuration, and shield raw material. The incident electromagnetic waves is converted to absorption and 
reflection losses. Also, a small portion can be defined as a correction of reflection factor for multi-reflection 
modeling. In this way, SE can be formulated as below: 


SEap = Aag + Rag + Mag (9) 


Where A, R and M are the absorption, reflection, and correction of reflection factors. 


A= 3.34t./fu,o, (10) 


Where t is a thickness of shield, ur and or are relative permeability and relative conductivity. 
For (r « 4/27) Low Impedance loop Antenna: 


R = 20log,) | Z +5.35 z£ + 0.354 (11) 


[et 
For (r > 4/2r) High Impedance loop Antenna: 
R = 322 — 20log(Ju,f3/o,r) (dB) (12) 
For plan wave Antenna: 
R = 168 — 10 log(u,f/o,) (dB) (13) 


In all equations r is the distance between the source and the Shielded surface. M is the Multiple Correction 
reflection coefficient and calculated by following equation: 


(e —0.234) | 


M = 20 log [I -N x10% (14) 
Where N is a complex function that is obtained from below relation: 
Gime am javna RNA JIMA (15) 
[1+(1+v2m)"] 
m is defined for wave plate as below: 
m = 9.77 X 1071 Fp, S; (16) 
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2.3. Field Simulation and SE Calculation 

A shield with 60 rectangular aperture with dimensions of 2*2 cm and total surface area of 48 cm? is 
considered in Figure 1. For radiated field, field analysis is done during shield is placed above the ground. 
Presentation of current model for field analysis using MOM technique is proposed. 


2N 


Á, 


Figure 1. An enclosure with apertures 


Field equation can be written as [27], [17], [36]: 


H; (J™)+H; (M,)+H?°)=H;(-M,)+H;(J') 


(17) 
Ei (—M,) + Eig?) =0 in the enclosure 
E} (J1) + E? (Ms) + EPG?) =0 out of the enclosure (19) 
The above equation is solved using MOM. By considering below relation: 
M,=>"y,M, 
a (20) 
7D eTe 
a (21) 
J! = > Lats 
n=l (22) 
Set of solving equations are: 
7 Nin No 
AH? (J) +>) y, HA M,)+ > a, H?) 
n=1 n=1 
Nin , N; . . 
=) 7, HiCM,) +9 BAS) 
nal n=l (23) 
; Nm No 
E?(J"™)+>)7,E’(M,) +>. a, E; (J) =0 
n=l n=l (24) 
Nin . Ni . . 
D 7E M,,)+ BE (F,) =0 
n=1 n=1 (25) 
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However, solving of the above equations is related to solving of Somerfield integral [27], [17], [36]: 


{ ko ike 
f SE) E Tk pak, 
0 z 


(26) 
Or simple of the as: 
— jkr ed k ar 
= f ra HAJ (k, p)dk, 
á o IK, (27) 
rake +k 
a (28) 
Kernel of Somerfield integral is written as: 
M a 
= Jak 
f(k,)= Dobe 
i=l (29) 


The rapid increase of the SE at low frequencies is quite clear, which indicates the proportions of the 
aperture and wavelength. Therefore, to start of EMI problem evaluation, the field simulation via MOM 
technique is done then SE graph for considered frequency range is computed. The results of SE calculation 
via MOM field simulation are shown in Figure 2. 


SE-Efield to xyz"0 


‘SE-Efield to xy.z*0 70 


SE-Efiels(dB) 


SE-Efield(6B) 


(a) (b) 


Figure 2. Show results of SE calculation via MOM field simulation for frequency range 0-3 GHZ for 
enclosure. (a) With 60 apertures respectively (b) with 36 apertures respectively 


3. ROUTE OPTIMIZATION USING AHP METHOD: 

During EMI occurrence, to achieve secure route optimization, main criteria can be found as: EMC, 
voltage drop and price. Analytical Hierarchy Process (AHP) is a suitable method for discrete decision making 
[14-16]. In this method after identifying of criteria and alternatives, pair wise comparison matrix for criteria 
and alternatives regarding to each criterion is obtained via weighting process from formula or knowledge of 
expert persons. Then normalized eigenvalue vector for each matrix is computed. For deviation from selecting 
weight, sensitivity analysis can be done. To solve proposed problem, main criteria can be formulated as 
below: 


1 Bmean = Beritical 
a= (30) 


B ig 
mean; 0 


n Bmeanjj—4Bsnilded cable~ AB conduit 

EMC =y), oer 
j=i+1 

Bmean S Bcritical 
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Where, B mean i, j is an average field between two considered point i, j that i, j are the start and end point of 
the route. AB shielded cable is the amount of field reduction due to shielding of data transmission cable, and 
AB conduit is the amount of field reduction due to conduit usage. Conduit usage is shown by a factor. Cost is 
the second criterion which is related to several parameters such as: cable, shield and conduit, route length and 
installation cost. So, cost can be formulated as: 


1 Bmean 2 Beriticat 


P= Dan wi=1(Peabte + aPconduit + BPsatary Li; a= 3 1) 
0 Bmean < Beriticat 


Where Prapies Peonduit ANA Psaiary are the cost of cable, conduit and salary respectively. B Coefficient is 
defined as variation of the salary of worker which is differing in different country. The third criterion, voltage 
drop is expressed as: 


Se ajAV% 
AV paseXLj=1 ajxt 


Vy = , AV% = (32) 


100pLIcos@ 
a 


Where t is the number of variety of conductors. Correction factor, œj is defined for amount of cable 
sensitivity to drop voltage regarding to its application. AVM is average voltage drop for each selective route. 
AV% is a voltage drop for a conductor with a cross section with p, L, I parameters for power factor cos@. 


3.1. AHP Implementation for Sample Enclosure 

As a case study, a sample enclosure with defined node is considered as shown in Figure 3. 

To evaluate EMC, field simulation using MOM technique via FEKO software. Field distribution is 
shown is Figure 4. According to field simulation, flux density is obtained for each node Table 1. For cabling 
route from A to J (1 to 12), the most popular probabilistic routes (according to our knowledge) is given in 
Table 2. Based on previse formula for three criteria EMC, most, voltage drop, the calculation of initial 
judgment for each popular route is done Table 3. Also, the pairwise comparison matrix for alternatives can be 
computed regarding to Table 3. then final results is illustrated in Figure 5. If the weight of criteria differ, the 
sensitivity analysis can be done. 


Ae 


ex 
eo 
er 


ce . $E 


Figure 3. Defined node for sample enclosure for selection of optimized secure route 


Figure 4. Field simulation for conceptual enclosure 


Int J Elec & Comp Eng, Vol. 8, No. 1, February 2018 : 259 — 270 


Int J Elec & Co 


mp Eng 


ISSN: 2088-8708 


o 265 


Table. 1. 3-D flux density for each node 


Table. 2. Possible Routes Between point 1 to 10 


node | Coordinate (m) | Flux density(uT) | Direction With cross detail 
1 0.25, -0.2, 0.1) 98 
2 | at 2,-0.1) | 97.60 3 DE 
3 (0.25, 0.2, 0.1) 83.80 2 l1—2—=3—11—10 
4 | (0.25. 0.2.0.1) | 99 3 1—>8—>3—>7—>6—>9—>10 
5 (-0.25, 0.2, 0.1) | 83.10 4 1—2—=3—7—9—10 
6 (0.125, 0.2,0) | 6480 5 149 10 
7__| (0.208, 0.2, 0.05) | 71.60 6 14-69-10 
8 0.25, 0, 0) 117.46 7 1479-10 
9 (0.04, 0.2, 0) 53.30 8 1-84 1210 
10 (-0.22, 0.2, 0) 45.50 9 12-869 10 
11 (0, 0.2, -0.1) | 816 10 1—8—3-—11-—+5-—10 
12 (-0.04, 0.2, 0.1) 935.30 11 1—8—6—9— 10 


Table 3. Initial judgment of each popular route due to each criteria 


EMC | Voltage drop cost 
1 | 1.1489 0.0598 3.5732 
2 | 2.2558 0.0546 5.7333 
3 | 1.5827 0.0519 3.1148 
4 | 1.4812 0.0596 3.5732 
5 | 1.9069 0.0448 5.1673 
6 | 1.0330 0.0453 2.7152 
7 | 1.0934 0.0450 2.7017 
8 | 2.4884 0.0472 5.3089 
9 | 1.6162 0.0502 3.0134 
10 | 2.5879 0.0561 6.2161 
1 | 1.1283 0.0402 2.4133 
Goat Optimal Routing of Data Transfer 
Overall Inconsistency = .04 

Route | 0 

Floute2 029 ME 

uel Oh 

Roves 12) 

Coue 5 OS 

Route 20) 

Rove? 22, OO 

Routes 05 

Roueg OS 

Route 10 017 E 


Figure 5. Final weight if routes 


Pairwise comparison matrix for criteria is written as: 


EMC AV p 
1/5 1 3 
1/8 1/3 1 


4. AUTHENTICATION AND CODING SECONDARY SHIELDING 

After secure route optimization and appropriate shielding for conceptual enclosure with apertures, 
software protection is so crucial. For this aim, one authentication algorithm in the category of Message 
Authentication Code (MAC) hash function and one coding algorithm based on convolutional code or turbo 


code must be employed. In this section SM3 and turbo code is studied and applied for our application [35]. 
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Figure 6. SM3 algorithm 
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With l (1<264) bits input message m, SM3 hash algorithm generates 256-bit output hash value by 


message stuffing and compression iteration [35]. The algorithm of this can shown in Figure 6. Also can 
shown the process of compresssion function in Figure 7. 


Round O 
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Figure 7. Compresssion function 


4.1. TURBO CODE 


To create a software shield, a turbo code is used to code the channel. In this paper, instead of using 


the Viterbi decoders, as the most famous decoder of convolutional codes and turbo code, The MAP method, 
such as BCJR algorithm, is used. This algorithm is soft-input and soft-output coding. in this paper, to 
compare and evaluate the effectiveness of the proposed method, The comparison between the Viterbi decoder 
with the hard-output, soft-output and BCJR algorithm has been performed and the results have been 
investigated [28], [37]. The complexity of a decoding method is often quantified in terms of the number of 
operations needed for decoding, which can be described in terms of the number of states or trellis-transitions. 
Turbo code scheme is introduced in Figure 8 [28], [37]. 
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Turbo Encoder 
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Figure 8. ABPSK- modulated R=1/3 TC scheme 


To design coding software protection, BCJR algorithm and Viterbi decoder are implemented by rate 
1/3. Result simulation for BER with SNR 0-20 range and by 3 iteration is given in Figure 9. Also the results 
of bit error rates in terms of SNR and for hard-output and soft-output Viterbi decoder is shown in Figure 10. 


10° 10° 
—<~@— Ist Iteration 
-| ~pt 2nd Iteration 
1071 1071 
10-2 10°? 
-3 -3 
x 10 æ 10 
Ww u 
a a 
10-4 1074 
1075 1075 
1078 1078 
17 - 10-7 
0 2 4 6 8 10 12 14 16 18 20 
SNR [dB] SNR [dB] 
Figure 9. BCJR decoder operation simulation Figure 10. Viterbi decoder operation simulation with 


1/3 TC 


According to the results and compare them, it is clear that the bit error rate in BCJR algorithm is less 
than Viterbi. So this algorithm works better as a software protection. 


5. ESENTATION OF COMPREHENSIVE ALGORITHM FOR EMI MITIGATION IN 
ENCLOSURES 

In this section, an algorithm for mitigation of EMI in enclosures with apertures is presented as 
passive defense approach. This algorithm is shown in Figure 11. In this algorithm after the definition of EMI 
source, Enclosure, Cavity and introduce environment, enclosure material, input parameters, simulation of 
magnetic fields is done by numerical solution of MOM. Changing the specification of the enclosure and 
cavity will continue until the desired SE is reached. Then, by considering the three indexes, EMC, voltage 
drop and price, Optimization of the transmission path is accomplished by AHP Method. Finally, we tried to 
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use coding with BCJR algorithm to reduce BER. This algorithm will be completed by achieving optimal 
results and increasing the security of data transmission. 
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Figure 11. Algorithm for mitigation of EMI in enclosures with apertures is presented as passive defense 
approach 


6. CONCLUSION 

This paper presents a comperehensive algorithm for passive defans of enclosure with aperture with 
probability of confrontation of EMI. This algorithm includes structural method of field distribution 
simulation via MOM for SE computation in the desired frequency range, secure route optimization using 
AHP method as hardware point of view and TC and MAC algorithm as secondary software protection. We 
introduced an advanced security algorithm for solving EMI problems and data transmission errors. In this 
method, firstly, the shielding computation is performed to achieve the desired SE factor and the control room 
is extremely protected against electromagnetic interference. Then, in order to achieve better security 
conditions, Optimization of the data transmission path is performed by AHP Method the best route is selected 


Int J Elec & Comp Eng, Vol. 8, No. 1, February 2018 : 259 — 270 


Int J Elec & Comp Eng ISSN: 2088-8708 Oo 269 


based on the indexes. Finally, to improve the results, coding has been used to increase security and reduce 
BER. In the proposed method, the BCJR algorithm is used. Despite the complexity of this algorithm, as is 
evident in simulation results; BER is greatly reduced compared to previous methods (Viterbi decoder). This 
decrease from 1071 to 107? in the results is clear.This method could be used as a hybrid solution for increase 
the security issues and can be generalized to all modern industrial systems, control and monitoring 
equipment. 


REFERENCES 

[1] A.Vogt, H. Bruns, F. Gronwald, C. Schuster, “A Measurement Setup for Quantification of Electromagnetic 
Interference in Metallic Casings,” IEEE Trans. Electromagn. Compat. Vol. 57, no. 6, pp. 1354-1364, 2015 

[2] M. Robinson, T. Benson, C. Christopoulos, J. Dawson, M. Ganley, A.Marvin, S. Porter, and D. Thomas, 
“Analytical formulation for the shielding effectiveness of enclosures with apertures,” IEEE Trans. Electromagn. 
Compat, vol. 40, no. 3, pp. 240-248, 1998. 

[3] F. Faghihi and H. Heydari, “Time Domain Physical Optics For The Higher Order FDTD Modeling In 
Electromagnetic Scattering From 3-D Complex And Combined Multiple Materials Objects," Progress In 
Electromagnetics Research, Vol. 95, pp. 87—102, 2009. 

[4] M. Li, J. L. Drewniak, S. Radu, J. Nuebel, T. H. Hubing, R. E. DuBroff, and T. P. Van Doren, “An EMI estimate 
for shielding-enclosure evaluation,” IEEE Trans. Electromagn. Compat. vol. 43, no. 3, pp. 295-304, 2001. 

[5] A. Gifuni, G. Ferrara, M. Migliaccio and A. Sorrentino, “Estimate Of The Shielding Effectiveness Of An 
Electrically Large Enclosure Made With Pierced Metallic Plate In A Well-Stirred Reverberation Chamber," 
Progress In Electromagnetics Research C, Vol. 44, pp. 44-133, 2013. 

[6] Y. Liu, K. Y. See, “Conducted electromagnetic interference simulation model with non-linear behaviour of 
transformer,” JET Power Electronics engineering and technology journals, Vol. 8, No. 6, 2015. 

[7] P.R. Wilson, J.N. Ross, A.D. Brown, “Simulation of magnetic component models in electric circuits including 
dynamic thermal effects,” IEEE Trans. Power Electronics, Vol. 17, no. 4, pp. 55—65, 2002. 

[8] H.L. Chan, K. W. E. Cheng, T. K. Cheung, C. K. Cheung, “Study on magnetic materials used in power transformer 
and inductor,” Proc. Conf. Power Electronics Systems and Applications, pp. 165-169, 2006. 

[9] J. Dhar and R. K. Arora, “Enclosure Effect on Microwave Power Amplifier," Progress In Electromagnetics 
Research C, Vol. 19, pp. 163-177, 2011. 

[10] E. Genender, H. Garbe, F. Sabath, C. Schuster, “Probabilistic Risk Analysis Technique of Intentional 
Electromagnetic Interference at System Level,” JEEE Transactions on Electromagn. Compat, Vol. 56, No. 1, 2014 

[11] D. Mansson, R. Thottappillil, and M. Backstrom, “Methodology for classifying facilities with respect to intentional 
EMI,” IEEE Trans. Electromagn. Compat, vol. 51, no. 1, pp. 46-52, 2009. 

[12] T. Bedford and R. Cooke, “Probabilistic Risk Analysis: Foundations and Methods,” U.K. Cambridge Univ. Press, 
2001. 

[13] X. Yang, J. Lin, P. Moulema, W. Zhao, “A Novel En-route Filtering Scheme against False Data Injection Attacks 
in Cyber-Physical Networked Systems,” IEEE Conf. Distributed Computing Systems (ICDCS), , pp. 18-21, 2013. 

[14] C. Li, S. G. Anavatti, T. Ray, “Analytical Hierarchy Process Using Fuzzy Inference Technique for Real-Time 
Route Guidance System,” JEEE Transactions on Intelligent Transportation Systems, Vol. 15, No. 1, 2014 

[15] T. L. Saaty, “Multicriteria Decision Making: The Analytic Hierarchy Process: Planning, Priority Setting, Resource 
Allocation,” Pittsburgh, PA, USA: RWS, 1990. 

[16] G. K. H. Pang, K. Takahashi, and T. Yokota, “Adaptive route selection for dynamic route guidance system based 
on fuzzy—neural approaches,” IEEE Trans. Veh. Technol., vol. 48, no. 6, pp. 2028-2041, 1999. 

[17] L. Ren, J. Fan, “Modeling Electromagnetic Field Coupling Through Apertures for Radio-Frequency Interference 
Applications,” IEEE Trans. Electromagn. Compat, vol. 57, no. 5, pp. 1037-1048, 2015. 

[18] M. K. Amirhosseini, “Analysis Of Longitudinally Inhomogeneous Waveguides Using The Method Of Moments," 
Progress In Electromagnetics Research , Vol. 74, pp. 57—67, 2007. 

[19] S. H. Varmazyar, “A Moment Method Simulation Of Electromagnetic Scattering From Conducting Bodies," 
Progress In Electromagnetics Research , Vol. 44, pp. 99-119, 2008. 

[20] E. Agastra, G. Pelosi, and S. Selleri, “Attachment Modes In The Method Of Moments In Time-Domain," Progress 
In Electromagnetics Research B, Vol. 46, pp. 317-336, 2013 

[21] M. P. Robinson, J. D. Turner, D. W. P. Thomas, J. F. Dawson, M. D. Ganley, A. C. Marvin, S. J. Porter, T. M. 
Benson, and C. Christopoulos, “Shielding effectiveness of a rectangular enclosure with a rectangular aperture,” 
Electron. Lett, vol. 32, no. 17, pp. 1559-1560, 1996. 

[22] G, Li, X, Zhao, D, Wen, Y, Yu, “Research on Electromagnetic Excitation Resonant Sensor Based on 
Microelectromechanical System,” TELKOMNIKA (Telecommunication, Computing, Electronics and Control), 
Vol 13, No 4, 2015. 

[23] Q.-F. Liu, W.-Y. Yin, J.-F. Mao, and Z. Chen, “Accurate characterization of shielding effectiveness of metallic 
enclosures with thin wires and thin slots,” IEEE Trans. Electromagn. Compat, vol. 51, no. 2, pp. 293-300, 2009. 

[24] C. H. Fang, S. Q. Zheng, H. Tan, D. G. Xie, and Q. Zhang, “Shielding Effectiveness Measurements On Enclosures 
With Various Apertures By Both Mode-Tuned Reverberation Chamber And Gtem Cell Methodologies," Progress 
In Electromagnetics Research B , Vol. 2, pp. 103—114, 2008. 


Presentation of an Algorithm for Secure Data Transmission based on .... (A. H. Poursoltan Mohammadi) 


270 


[25] 


[26] 


[27] 


[28] 


[29] 


[30] 


[31] 


[32] 
[33] 
[34] 
[35] 
[36] 


[37] 


o ISSN: 2088-8708 


F. Faghihi., and H. Heydari, “Reduction of Leakage Magnetic Field in Electromagnetic Systems Based on Active 
Shielding Concept Verified by Eigenvalue Analysis,” Progress In Electromagnetics Research, Vol. 96, PP.217-236. 
2009. 

G. Lovat, R. Araneo, and S. Celozzi, “Near-Field Time-Domain Shielding Effectiveness of Thin Conductive 
Screens," Progress In Electromagnetics Research, Vol. 146, pp. 47-56, 2014. 

M. A. khorrami, P. Dehkhoda, S. H. H. sadeghi, “Fast Shielding Effectiveness Calculation of Metallic Enclosures 
with Apertures Using a Multiresolution Method of Moments Technique,” JEEE Trans. Electromagn. Compat, Vol. 
52, No. 1, pp. 230-235, 2010 

M. F. Brejz, L. Li, L. Hanzo, “20 Years of Turbo Coding and Energy Aware Design Guidelines for Energy- 
Constrained Wireless Applications,” JEEE Communications Surveys & Tutorials, Vol. 9, No. 3, 2015 

L. Hanzo, S. X. Ng, T. Keller, and W. T. Webb, “Quadrature Amplitude Modulation: From Basics to Adaptive 
Trellis-Coded, Turbo-Equalised and Space-Time Coded OFDM, CDMA and MC-CDMA Systems,” 3rd ed. Wiley 
IEEE Press, 2004. 

F. Faghihi., H. Heydari, A. Falahati, and Y. A. Easy “convolutional codes acting as emi virtual Shields in current 
injection systems,” Progress In Electromagnetics Research, Vol. 88, PP.337-353. 2008. 

S. A. Dawood, F. Malek, M. S. Anuar, H. Rahim “Enhancement the Performance of OFDM based on 
Multiwavelets Using Turbo Codes,” JEEE Trans. on Information Forensics and Security, TELKOMNIKA, 
Telecommunication, Computing, Electronics and Control, Vol 13, No 4, 2015. 

C. Xing, H. Wang, and K. Y. Lam, “Constructions of authentication codes from algebraic curves over finite fields,” 
IEEE Trans. Inf. Theory, vol. 46, no.3, pp. 886-892, 2000. 

S. Agrawal and D. Boneh, “Homomorphic MACs: MAC-based integrity for network coding,” in Proc. 7th Int. 
Conf. Appl. Cryptograph. Netw. Secur. (ACNS), vol. 5536, pp. 292-305, 2009 

C. Cheng and T. Jiang, “An efficient hemimorphic MAC with small key size for authentication in network coding,” 
IEEE Trans. Comput, vol. 62, no.10, pp. 2096-2100, 2013. 

Q. Kaige, W. An, W. Liji, R. Yanting, Z. Xiangmin, “A Novel Masking Scheme for SM3 Based MAC,” Side 
Channel Attacks And Countermeasures, 2015. 

W. C. Gibson, “The Method of Moments in Electromagnetics” Second Edition, SIDE, Taylor & Francis groop, 
201. 

L, Pan, M, W, Marcellin, B, Vasic, W, E, Ryan, “Viterbi Detection for Compressively Sampled FHSS-GFSK 
Signals,” IEEE Transactions on Signal Processing, vol. 66, no. 22, pp. 5965-5975, 2015. 


Int J Elec & Comp Eng, Vol. 8, No. 1, February 2018 : 259 — 270 


